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OCW-M76-045 

21 May 1976 
MEMORANDUM FOR: Director of Logistics 
VIA >: Chief, Real Estate and Construction Division, OL 
SUBJECT > Request for Delegation of Authority to Award 


"Sole Source" Contract 


1. The purpose of this memorandum is to request a 
Delegation of Authority to contract for the procurement and 
subsequent installation of backup air conditioning at Station 
2x1 a 


2. The requirement to expeditiously procure and install 
this proposed redundant air conditioning equipment for_the 
current season is vital to the continued assurance of 25X1A 


operations. 


3. Attachment I indicates the origination of the 
requirement as well as the results and conclusions of the 
market research. Attachment II establishes the justification 


and determinations for imminent proceeding of the air i 
conditioning installation. a) 
- IDG 

4. The cost estimate for this project is $50,000 and pe 


FY 1976 funds are authorized and certified to be available ane 
in FAN 6179-4800 in the amount of $60,000. Accordingly, it SA 

25X1A is requested that the Director,/MMbe authorized to contract. G/fEP 
for the subject project. Ro” 

a/FEn 


25X1A 
PE 


Attachments: As stated 


DISTRIBUTION: 
rig. §& 1 - Addressee/w-atts 
1 - Chief, Real Estate § Construction Div./w-atts 
1 - Chief, Communications Services/w-atts 
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